The Commonwealth of Massachusetts 
Executive Office of Health and Human Services 
Department of Public Health 
William A. Hinton State Laboratory Institute 
305 South Street, Jamaica Plain, MA 02130 

DEVAL L. PATRICK 
GOVERNOR 

TIMOTHY P. MURRAY 

UeUTENANT GOVERNOR 

JUDY ANN BIGBY, MD 
SECRETARY 

JOHN AUERBACH 

COMMISSIONER 

11/23/10 



Jennifer Kunsch 

Assistant District Attorney, Essex County 


Dear Ms. Kunsch, 


Enclosed is the information you requested in regards to Commonwealth vs. 
Included are copies of the following: 


1 . 

2 . 


Drug Analysis Laboratory Receipt. 


Control Cards with analytical results for sample #’s 


3. Analysis sheets with chemist’s hand notations and test results. 

4. GC/Mass Spectral analytical data for sample 

GC/MS testing was performed by Annie Dookhan. All other analyses were perfortrod by 
Kate Corbett. If you have any questions about these materials, please call me at the 

number below. 



Chemist II 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617)983-6632 


cc: ASD, CBS 
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Boston Drug Laboratory 
Tel (617) 983-6622 
Fax (617) 983-6625 


Executive Office of Health and Human Services 
Department of Public Health 
Stale Laboratory Institute 


Boston Hours 


Amherst Drug Laboratory 
Tel (413) 545-2601 
Fax (413) 545-2608 

Amherst Hours 



City or Department: TiCfiT" _Police Reference No. 

Name and Rank of Submitting Qfflcer: ^^!! " \/tCTgt/U^ 


1 first, initial): 







Date Analyzed: Ob-'' 


No. 



City; Lawrence Police Dept, 
Officer: Detective VICTO R MORALES 
Def; 

Amount; 

No. Cont: 1 Cont; pb 

DateRec'd; 01/14/2010 
Gross Wt.: 13.85 


SubsLSUB 


No. Analyzed: 
Net Weight: 
# Tests: 



Prelim: 


Findings; 


C.OC.Ck.'-jko- 


^jo. IHIHHBH Date Anaiyzed; a 

City: Lawrence Police Dept. ^ 

Officer. Detective VICTOR MORALES 



Amount: Subst: VM 



No. Cont: 31 Cont: pb , 

Date Rec'd: 01/14/2010 / No. Analyzed: ^ 

Gross Wt.: 21.91 Net Weight: 
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DRUG POWDER ANALYSIS FORM 



Froehde's 


OTHER TESTS 




























Area Percent / Library Search Report 


Information from 
File Name : 

Operator 
Date Acquired : 
Sample Name : 

Submitted by 
Vial Number : 
AcquisitionMet h: 
Integrator : 


F;\Q2-2010\SYSTEM7\06_16_10\725304.D 

ASD 

16 Jun 2010 12:42 

BLANK 

1 

DRUGS 

RTF 



fTime-> 


2.00 


ibO 3.50 4.00.4.50 5.00 


6.06 6.00 6.60 7.00 


7.& 8.06 8,50 9.00 ^0 


Ret, Time 


Area 


Area % Ratio % 


***NO INTEGRATED PEAKS*** 



725304.D 


Fri Nov 19 13:50:53 2010 


Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 

Operator : 

Date Acquired 
Sample Name : 

Submitted by : 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: n 

F:\Q2-2010\SYSTEM7\06_16_10\725305.D 

ASD 

16 Jun 2010 12:55 

COCAINE STD 

5 

DRUGS 

RTE 


__ -.- -.- - " TIC: 725305.D 

'Abundance 4175 

i 800000; j 

i 1 

i 600000i ! 

! i 

L ^ ^ 

I i I 

i 400000; 

; 1 I 

I ' ! <1 

' 2000001 1 

s ! I' 

^e.-> ..3'00 '3-60\^’4^ "4^ ^bO 


5.50 6 . 00 ^ 6.50 


7.00 7.50 ^00 8.50 . 9.00 


w 


Ret. Time 

Area 

Area % 

Ratio % 


4.749 

870829 

100.00 

100.00 

-- 


725305.D 


Fri Nov 19 13:50:56 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File^ 
File Name 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 


F: \Q2-2010\SYSTEM7\06_16__10\725305.D 

ASD 

16 Jun 2010 12:55 

COCAINE STD 

5 

DRUGS 

RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 

Minimum Quality: 90 
Minimum Quality: 90 


C:\DATABASE\NIST98.L 


PK# 

RT Library/ID 

CAS# Qual 


4.75 


C:\DATABASE\SLI.L 
COCAINE 


000050-36-2 


99 


J^bundfahce 


82 

1 


" Av^^e ^ 4'728'to 4:866 rnih.: 725305:0 (-) 


80; 


60 i 


182 


40 


20 


42 


94 


105 


303 


j ; i ;| i: ! 122 ; "190 272 

^ I 1 n 67 ; li; ipl , 135 166 | 208 222.244 .259^,,^.^: i. 


Abundance 


8? 


)f29: COCAINE 


80 


60 


40 


94 


105 


182 


; 20' *^2 ! ij ;i I : 303 

i I 4 5 1 ; 122 ; 198 272 

; i 68 pi li; ; : ^35 152 166 214222 244.259..,..,..^1,, 


725305.D 


Fri Nov 19 13:50:57 2010 


Page 2 
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Area Percent / Library Search Report 



FUnSmf" “\S2-2M0\SYSTEM7\06_16_10\725306.D 



Ret. Time 


Area Area % 


Ratio % 


***N0 INTEGRATED PEAKS*** 


725306.D 


Fri Nov 19 13:51:00 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File; n 

File Name : F:\Q2-2 010\SYSTEM7\06_16__10\72 5312.D 

Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 
Integrator 


ASD 

16 Jun 2010 14:23 

BLANK 
KAC 
1 

DRUGS 

RTE 



Oi 


i(me-> 2.00 2.50 3,00 


' 3.bo" ' S^SO ‘“' 4.50 ^ ’ 4.50 ' i:bb ; S ' ' bB ; 6,50 ' ; 7 . 00 ; ’ 7.50. 8,00 .8.fe0 . 9.00 .9.50. 


Ret. Time 


Area 


Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


725312,D 


Fri Nov 19 13:51:07 2010 


Page 1 
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Area Percent / Library Search Repor 


Information from Data File: ^ n 

File Name : F:\Q2-2 010\SYSTEM7\06__16_10\725313.D 

Operator : ASD , ^ 

Acmiired : 16 Jun 2010 14:36 


Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 

AcquisitionMeth 

Integrator 


13 

DRUGS 

RTE 


55fiundance 
! 1200000 - 


TIU:T25313.I1 


1000000 


800000 i 


600000; 


400000' 


; 200000: 


L... 16 ?: i-VW 


Ret. Time 


Area Area % Ratio % 


4.749 


t30492 100.00 100.00 


725313.D 


Fri Nov 19 13:51:10 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 
File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q2-2010\SYSTEM7\06_16_10\725313 .D 

ASD 

2010 14:36 


KAC 

13 

DRUGS 

RTE 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


PK# RT 


Library/ ID 


4.75 C:\DATABASE\SLI.L 
COCAINE 


Minimum Quality: 90 
Minimum Quality: 90 


CAS# 


Qual 


000050--36-2 99 


AbunlTance 

I : 


82 


80: 



6 oi 


1 

' 40! 


I 

: , 42 



20 | i 


i ll 

i ! 

51 

' if 

i ^ i 

1 

67 1 ii! 

; Q:, .14 

--i-l-r 

i4v: 

Wz-->.40 

50 

60 70 80 

Abundance 

i i 


82 


94 


105 

I 


Av^age or4.723To 4.B82 min:; 725313. D'f-) 


122 


135 


[44^i L , . If-:'; .’n'f : 


182 


152 


166 


303 


198 272 

i 207 222 244 259 288 


160 lio 180 lOb_^0 2io 220 2^0 240_250 260 2to 280 260 300 
7291C(JCATNE 


80 


60 i 


40: 


20 : 


0^: 


42 


51 68 


94 


105 


i :: H. 


122 

i^i 1:114,, 


182 


135 


ni/z-> ■ 40 50 60 7 o"&^9o10o'i1O 120 130 140 15^ 

725313.D Fi 5 i Nov 19 13:51:11 2010 


i 303 

: 198 272 

152 166 ; 214 244 _25Sy ;__ 

)'200 210 220 230 240 250 iho 270 ^60 2_90 3OT 


Page 2 
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Area Percent / Library Search Report 


Information from Data File; 

File Name ; F:\Q2-2010\SYSTEM7\06_16_10\725314.D 

Operator : ASD 

Date Acquired ; 16 Jun 2010 14:49 

Sample Name : BLANK 
Submitted by : KAC 
Vial Number : 1 

AcquisitionMeth: WDRUGS 
Integrator ; RTE 



Ret. Time Area Area % Ratio % 

***N0 INTEGRATED PEAKS*** 


725314.D Fri Nov 19 13:51:14 2010 Page 1 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator ; 
Date Acquired : 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Fil© * 

F: \Q2-2010\SYSTEiyi7\06_16_10\725324 .D 
ASD 

16 Jun 2010 16:56 

BLANK 
SLD 
1 

DRUGS 

RTE 



iime-> 2.00 2.50 3.00 3.50 4.00 


‘4.50 ^bo' s.bo' abo ’ 6 .So'' 7 .b 6 7.50 8.00 abo.abo 9 .M. 


i 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


725324.D Pri Nov 19 13:51:21 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File 


Pile Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q2-2010\SYSTEM7\06_16__10\7253 25 .D 
ASD 

16 Jun 2010 17:08 

COCAINE STD 
SLD 
25 

DRUGS 

RTE 


Abundance 72632511 

: 8000001 

6000001 

: 4000001 1 

: ! 

i I i; 

200000 ; 


ii 


hr!m 0 -> 2.00 2.50 

3.06 ' ' 4,00 4.50 ' 5.00 

5.50 

6.00 

6.50 7.00 ’ ’ 7.50 ' 8.60 8.60 ’ 9.60 9.50 


Ret. Time 

Area 

Area 

% 

Ratio % 


4.749 

881475 

100 . 

00 

100.00 



725325.D 


Fri Nov 19 13:51:24 2010 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F;\Q2-2010\SYSTEM7\06_16_10\725325.D 

Operator : ASD 

Date Acquired : 16 Jun 2010 17:08 

Sample Name : COCAINE STD 

Submitted by : SLD 

Vial Number : 25 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Search Libraries: C:\DATABASE\SLI.L Minimum Quality: 90 

C:\DATABASE\PMW_T0X2.L Minimum Quality: 90 

C:\DATABASE\NIST98.L 

PK# RT Library/ID CAS# Qual 


1 4.75 C:\DATABASE\SLI.L 

COCAINE 000050-36-2 99 

























Area Percent / Library Search Report 


Information from 
File Name : 

Operator 
Date Acquired : 

Sample Name : 

Submitted by ; 

Vial Number : 

AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q2-2010\SYSTEM7\06_16_10\725326.D 
ASD 

16 Jun 2010 17:21 

BLANK 
SLD 
1 

DRUGS 

RTE 


Abundance .. UIC:72532ff.T> 



2.00 2.50 JOO 3.5 o 4.00 ' 4,50 ' ^ 5.50 6. b o 6 . 5 o ’ ' 7.00. 7.50 8.6o.. S6 ’ ‘ 9,50 '.’a 5 ci 


Ret. Time Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


725326.D Fri Nov 19 13:51:27 2010 Page 1 
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